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STATUTES AT LARGE

[RULES

(a) That the owner of a single building used as a dwelling or apart-
ment house, and occupied by one or more families, may connect such
building or apartment house, if not already connected with the mains of
the Water Company and be served by a single service line for which one
minimum charge shall be paid, in which case the application for service
shall be made by the owner, or his duly authorized agent or tenant, and
the bills for water shall be paid by the owner.
(b) Each separate store or place of business shall be considered a sep-
arate building and shall pay a separate minimum.
(c) Where a building is occupied as to the ground floor for business
purposes, and as to upper floors for offices or for dwellings, if the ap-
plication is signed and the water bills paid by the owner, all such upper
floors shall be considered as one service, and one minimum charge shall
be paid and collected for such upper floors, provided a separate service
is installed.
(d) Where two or more families or places of business, or offices in a
single building are supplied with water through a single service line, and
the owner of the building either in person or by his duly authorized agent
fails or refuses to sign an application for service, or fails to pay the bills
for water when due, or who fails to abide by all the rules and regulations
of the company, the service may be discontinued; but no such action in-
volving the shutting off of the water supply of an innocent consumer shall
be taken without first affording the tenant of the premises opportunity to
make a new application for a supply of water through a separate service
line or meter.
(e) Where two or more buildings or two or more families or establish-
ments in a single building, are supplied by a single service line, with the
approval of the Water Company, and where the owner or occupants of
such buildings or such families or establishments desire t6 contract sep-
arately for water furnished the owner shall first arrange the several house
connections, or the plumbing in such a way that a separate meter and
stop and waste cock with seal approved by the Water Company, can be
placed upon the supply line of each of said consumers, thereupon the
Water Company shall install separate connections for each consumer
making application therefor. In such cases, a separate minimum charge
shall be assessed against each consumer.
(f) Where a servant's house is located on the same lot as the dwelling
and such servant's hous is occupied by the servants of the family oc-
cupying the main dwelling and where a single service pipe supplies both
the dwelling and the servant's house and the owner or tenant of the dwell-
ing is responsible for the entire water bill, the company will only assess
a single minimum charge on the dwelling and none against the servant's
house. (Filed, secretary state's office-August 4, 1937.)
10. Transient consumers.-In the case of transient consumers or con-
sumers taking water for less than .......................months, the
Water Company may make a charge of not more than $1.00 to cover re-
connection with its mains and installation, reading and removing meter
and charge for water consumed at regular meter rates. The Water Com-


